ICC Cricket World Cup 2019 schedule PDF 


ICC has announced the full schedule and fixture list of Cricket World Cup 2019 which will be 
taking place in England from 30th May to 14th July 2019.11 different venues across England and 
Wales will host the 48-match long tournament and the final will be played at the iconic stadium of 
Lords in London. The tournament will be a single group round-robin event where 10 teams will 
play against each other making it 45 group games. Top four will qualify for semifinals leading to 

tb... tig final. |qq Q r j c k e t woriq Cup 201 9 Live Streaming 

ICC Cricket World Cup 2019 Full Match Schedule (Confirmed) 

ICC announced the World Cup 2019 fixture list in April 2018 and the tickets will go on sale at ICC 
official website in May 2018. Below is the entire match schedule for 2019 ICC Cricket World Cup. 









ICC Cricket World Cup 2019 - Full Schedule - Confirmed 


NO# 

MATCH 

TIME 

VENUE 

30 May 

England vs South Africa 


The Oval, London 

31 May 

Pakistan vs West Indies 


Trent Bridge, Nottingham 

1 June 

New Zealand vs Sri Lanka 


Sophia Gardens, Cardiff 

1 June 

Australia vs Afghanistan 


County Ground, Bristol 

2 June 

Bangladesh vs South Africa 


The Oval, London 

3 June 

England vs Pakistan 


Trent Bridge, Nottingham 

4 June 

Afghanistan vs Sri Lanka 


Sophia Gardens, Cardiff 

5 June 

India vs South Africa 


Rose Bowl, Southampton 

5 June 

Bangladesh vs New Zealand 


The Oval, London 

6 June 

Australia vs West Indies 


Trent Bridge, Nottingham 

7 June 

Pakistan vs Sri Lanka 


County Ground, Bristol 

8 June 

England vs Bangladesh 


Sophia Gardens, Cardiff 

8 June 

Afghanistan vs New Zealand 


County Ground, Taunton 

9 June 

Australia vs India 


The Oval, London 






















10 June 

South Africa vs West Indies 


Rose Bowl, Southampton 

11 June 

Bangladesh vs Sri Lanka 


County Ground, Bristol 

12 June 

Pakistan vs Australia 


County Ground, Taunton 

13 June 

India vs New Zealand 


Trent Bridge, Nottingham 

14 June 

England vs West Indies 


Rose Bowl, Southampton 

15 June 

Australia vs Sri Lanka 


The Oval, London 

15 June 

Afghanistan vs South Africa 


Sophia Gardens, Cardiff 

16 June 

India vs Pakistan 


Old Trafford, Manchester 

17 June 

Bangladesh vs West Indies 


County Ground, Taunton 

18 June 

England vs Afghanistan 


Old Trafford, Manchester 

19 June 

New Zealand vs South Africa 


Edgbaston, Birmingham 

20 June 

Australia vs Bangladesh 


Trent Bridge, Nottingham 

21 June 

England vs Sri Lanka 


Headingley, Leeds 

22 June 

India vs Afghanistan 


Rose Bowl, Southampton 

22 June 

New Zealand vs West Indies 


Old Trafford, Manchester 

23 June 

Pakistan vs South Africa 


Lord's, London 

24 June 

Afghanistan vs Bangladesh 


Rose Bowl, Southampton 






















25 June 

England vs Australia 


Lord's, London 

26 June 

Pakistan vs New Zealand 


Edgbaston, Birmingham 

27 June 

India vs West Indies 


Old Trafford, Manchester 

28 June 

Sri Lanka vs South Africa 


Riverside Ground, Chester-le-Street 

29 June 

Pakistan vs Afghanistan 


Headingley, Leeds 

29 June 

Australia vs New Zealand 


Lord's, London 

30 June 

England vs India 


Edgbaston, Birmingham 

1 July 

Sri Lanka vs West Indies 


Riverside Ground, Chester-le-Street 

2 July 

Bangladesh vs India 


Edgbaston, Birmingham 

3 July 

England vs New Zealand 


Riverside Ground, Chester-le-Street 

4 July 

Afghanistan vs West Indies 


Headingley, Leeds 

5 July 

Pakistan vs Bangladesh 


Lord's, London 

6 July 

India vs Sri Lanka 


Headingley, Leeds 

6 July 

Australia vs South Africa 


Old Trafford, Manchester 


SEMIFINALS 



9 July 

Group Winners vs 4th Placed Team 


Old Trafford, Manchester 

11 July 

Group Runners-up vs 3rd Placed Team 


Edgbaston, Birmingham 


























THE FINAL MATCH 



14 July 

ICC Cricket World Cup 2019 Final Match 


The Lord's, London 














